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ACTION ARA-10 
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INFO AMEMBASSY PANAMA 
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PANAMA FOR RSS 

E.O. 11652: N/A 
TAGS: ASEC 

SUBJECT: SHOTS FIRED AT CHANCERY 

1. NINE SHOTS WERE FIRED AT FRONT OF CHANCERY ABOUT EIGHT O'CLOCK 
LAST NIGHT, JUNE 16. ONE BROKE A DOWNSTAIRS WINDOW, OTHERS STRUCK 
TREES, CONCRETE AND METAL WINDOW FRAMES. 

2. INVESTIGATION IS CONTINUING BUT SO FAR APPEARS SHOTS FROM 38 CAL. 
PISTOL FIRED FROM MOVING CAR ON LA REFORMA AVENUE. SHOTS APPARENTLY 
FIRED AT RANDOM. NO MISSION PERSONNEL WERE IN THE AREA AND NO ONE 
INJURED. 
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